XF-9e 

19" Xtreme Flat FST Monitor 



XF-9e Technical Specifications 


Model 
CRT 


Size 
Type 


0 


The 19" XF-9e is the utmost for graphic designers and those who 
want the advantages of a flat screen monitor. Featuring a maximum 
resolution of 1600x1200 and an ultra-fine 0.22mm horizontal dot pitch, 
this high performance display is superb at handling intense graphic 
applications, gaming and advanced spreadsheets on a large 18.0 inch 
viewable Xtreme Flat screen. 


Dot Pitch 

Horizontal 

Vertical 
Maximum Resolution 
Input Signal 

Video Input Analog 

Sync Type 
Input Terminal 
Frequency 

Horizontal 

Vertical 

Bandwidth 
Tilt / Swivel Base 
Plug & Play 
Power 

Adapter 
Normal 
Inactive, Off 

OSD Controls 

Regulatory Approvals 


Dimensions 


Panel (WxHxD) 
Box (WxHxD) 


Weight 

Net 
Gross 

Compatibility 

Warranty 


XF-9e 

19" (18.0" viewable) Diagonal 
Anti-Reflection, Tinted Screen, 
Black Matrix, Flat Screen Tube 

0.22mm 
0.25mm 

1600 x 1200 @75Hz 

RGB (0.7Vp-p, 75ohms) 
H/V Separate 
15-pin D-SUB 

30 - 96 kHz 
50- 160 Hz 
210MHz 
Yes 

VESA DDC 2B 

100-240V, 50/60 Hz 

< 130W 

<5W 

Yes 

UL, DHHS, CSA, FCC Class B, 
MPR II, Energy Star 


456mm (W) x 466mm (D) x 453mm (H) 
18.0" (W)x 18.4" (D)x 17.8" (H) 
564mm(W) x 525mm(D) x 580mm(H) 
22.2"(W) x 20.7"(D) x 22.8"(H) 

22.5 kg/ 49.6 lbs 

23.6 kg / 52.0 lbs 

PC & Mac (Mac adapter may be required) 

3 Year Limited Parts & Labor 

KARES 



Why Choose KDS USA? 

A Brand You Can Trust! 

- With over 9 years of experience, KDS USA has continually 
been providing high quality CRT and LCD displays. 

- One of the most recognizable brands in the market 

- Less than 1% return rate 


Offering the Latest and Best Technology At 
Very Competitive Prices! 

- Lower total cost of ownership 

- Higher margin for resellers 

- Dual Platform PC / MAC 

Providing a Complete Line to Fit 
All Display Applications! 

- Liquid Crytal Displays 

(Ideal for business, home, government and education) 

- Visual Sensations FST monitors (Great for home and SOHO) 

- XtremeFlat FST monitors (Perfect for high-end graphics) 

Service & Support You Can Count On! 

- KDS covers all branded CRT's and LCD's with groundbreaking 
KARES - KDS Advanced Replacement Express Service. 

- Dedicated Sales and Service Staff to take your call 
when you need help. 

- Just call us when you need help and we'll be there for you! 


KDS USA KARES! 
k ARKS- K \ R V 

In the unlikely event that your 
KDS USA product should ever fail, 
here is an easy way to get a 
replacement unit*: 



'■5s sst> 


1. Call the KARES toll-free number at 1-800-283-1311 
and a KDS USA representative will help you 
arrange getting your replacement unit. 

2. We will ship out the replacement unit to you via 
ground delivery to any point within the continental 
U.S.A. 

3. Once you receive the replacement unit, return the 
defective unit to us in the box that the replacement 
unit came in. 


1-800-283-1311 / sales@kdsusa.com / www.kdsusa.com 


■ ^^^^^^^^ j^^^^B KDS USA products are covered by KARES-KDS Advanced Replacement Express Service, which provides advanced product if — X, 

m replacement within a specified service coverage area directly from KDS. The KARES program dramatically reduces the □ ^ 

^^^^ft ^^^^W^^ I I^^^X user's system downtime by providing an advanced replacement unit before the defective unit is returned to KDS. "J^ZJ^ 

^ M^^^^r ^^^^W tJ«-J^A Please go to www.kdsusa.com for more information. "Subject to warranty terms. ^^jsssj*/ 
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